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i. According to Soviets, Zavod lO in Moscow was scheduled to be an instal= 
istion for wanufacturing penicillin, This factory was to the richt of 
wie hichway heading toward about 1 km from the stadium in the direction 
. Leningrad. Accorcing to the Soviets this factory was a subsidiary 

the xarpov Plant. Production was allecedly under way in the Karpov 
poe but no detail led information on this is available. 


2. Source's information on the Zavoe iG is very scanty. On the plant rrounds 
a observed larce vorkshops anc Luildings ane a Larce cump of instruncnts 
en. of muchinury wilh Anerlean nanue plates. Those machines and instruments 
were markec with a rec cross on a white backgurounc. Souree remembers al 
kinds of boiler installations. There were coiled pivings as ere used in. 
lar-e cegling instellations. There was a special fenced-in area of about 
1COxX1LOO meters on the plant crounds. The construction of a new boiler 
house, acout 35x20 neter- enc about 10 meters high, was under way in this 
section, The buildiniwith high windows and an iron smoke stack was under 
construction here. The smoke stack will be a rout 3S meters high, judcing 
from the smount of iron parts prepared. Two doiler plents with stationary 
crates Yor hend firing were installed in the boiler house, Coal buntetu 

or coal conveying installations dic not exist. + 


25X1A%L___|vozment.. The procuction of venicillin, in this plant was also in@i- 
extec Tn reports of two acditional sourees who Cesicnatee the plent the 
mrtyrak Aniline Dye Factory I lO. In contrast to the. assumption nace 
previously,this report incieates that production stertec firsi not in this 
elect but in the harpov Plant, the seconc Moscow rernicillin Factory.**Boi— 
lers conc pipings were still bel installed in the Plent No LO early in 19)9. 


25X1A 25X1A 
la ae ment : two sources | report that penicillin pro- 
uction in Karpov had not started by August 1948 but had started by October 
LOLE 5 
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